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INFO OCT-01 ISO-OO EB-05 RSC-01 DRC-01 /013W 

082342 

R 281508Z MAY 74 
FM AMEMBASSY LAGOS 
TO USDOC WASHDC UNN 
INFO SECSTATE WASHDC 4208 

UNCLAS LAGOS 04637 

E.O. 11652 : NA 
TAGS : BEXP, NI 

SUBJ : HOSPITAL/MEDICAL EQUIPMENT CATALOG SHOW 
REF : STATE A-91 66 -m. G. 

1. HOSPITAL-MEDICAL EQUIPMENT CATALOG SHOW. 

2. WHITNEY M. YOUNG JR. LIBRARY, LAGOS, NIGERIA, MAY 20-25, 1974, 
10:00 A.M. TO 7:00 P.M. DAILY. 


3. NUMBER OF FIRMS SUPPLYING CATALOGS: 184 

4. NUMBER OF VISITORS: 126 REGISTRATIONS. TOTAL VISITORS: 150. 

5. NUMBER OF TRADE INQUIRIES DEVELOPED: 1,219. 

6. NUMBER OF EXHIBITING FIRMS RECEIVING INQUIRIES: 169. 

7. COMMENTS: WILLIAM MCKNIGHT'S PERFORMANCE WAS OUTSTANDING IN 
COUNSELING AND ASSISTING TRADE AND PROFESSIONAL VISITORS. QUALITY 
OF VISITORS AND DEGREE OF INTEREST IN SHOW VERY HIGH. VISITORS 
INCLUDED EQUAL NUMBER OF DOCTORS/HOSPITAL ADMINISTRATORS, AND 
AGENT/DISTRIBUTORS. NUMBER OF LEADING MEDICAL SUPPLY HOUSES 
MADE MULTIPLE VISITS WITH ALL KEY STAFF PRESENT. PROMINENT 
VISITORS INCLUDE BRIGADIER ADEFOPE, DIRECTOR OF NIGERIAN ARMY 
MEDICAL SERVICES, DOCTOR BUCKNOR, SECRETARY-GENERAL OF THE NIGERIAN 
MEDICAL ASSOCIATION, AND HIS HIGHNESS, THE OBA OF LAGOS. FLOW OF 
VISITORS WAS STEADY ALL WEEK WITH ONLY SLACKNESS END OF SHOW ON 
FRIDAY AND SATURDAY AFTERNOONS. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 MAY 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974LAGOS04637 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 35-0992 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974051 4/aaaaamjf. tel 

Line Count: 70 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE A-9166 -III. G. 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 04 NOV 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <04 NOV 2002 by boyleja>; APPROVED <07 JAN 2003 by boyleja> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: : HOSPITAL/MEDICAL EQUIPMENT CATALOG SHOW 
TAGS: BEXP, Nl 
To: COM 
Type: TE 
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